after returning from lunch, he found slabs of rock lying
around his truck.  The rock did not damage his truck, and
he stated that the seam was 12 feet outby the face, and that
the last five feet fell on the truck.  He estimated the
width of the seam which fell at ten feet {Tr. 24).

Mr. Henderson stated that the second seam fall incident
occurred sometime between November 12 to 15, 1982.  He loaded
one-half of the heading and pulled out.  Thirty seconds later
the roof seam fell.  He explained that he had "pulled out11
in order to prepare the second half of the heading for loading
of dynamite.  He had "pulled out" for a distance of some
10 yards (Tr. 25-26).

Mr. Henderson testified that when the first fall occurred
on his truck he told only the driller about it.  However,
when the second fall occurred, he immediately advised
quarry owner Ron Stanley about it, and Mr. Stanley advised
him not to go under the roof seam if he believed it was
dangerous, and Mr. Stanley also stated that "I'll guarantee
you'll never hear me say anything if you don't go under it"
(Tr. 27) .

Mr. Henderson stated that after informing Mr. Stanley
about the fall, Mr. Feathers came to look the area over.
Mr. Henderson indicated that he simply wanted to show
Mr. Feathers where the seam had fallen because he had
previously asked the drillers and loader operators to try
to pull down the seam with the loader bucket or to "tap it
down" (Tr. 28).

Mr. Henderson described the seam which fell as the seam
"that hangs up there after every shot."  He confirmed that
he did not inform Mr. Stanley or Mr. Feathers about the
rock which fell on his truck.  He explained that "I was scared
of losing my job, didn't want to stir up trouble and everything."
He then said that efforts would be made to take the loose
material down with a drill or loader, and he confirmed that
efforts were made to do this (Tr. 30-31) .  When asked whether
he had inspected the rock seam which fell on his truck, he
replied that "I looked."  He also indicated that he had no
equipment or crowbars to scale the material down, but that he
was given a crowbar after the second fall occurred (Tr. 32) .

Mr. Henderson testified that after Mr, Feathers came
to the scene of the second fall, the following occurred
(TR. 33-35):he compressor
